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|3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held fbr these putposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A I 


A. 
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By Tha Animal 
Welfare Regulations 
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teaching, testing, 
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surgery but not ye 
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animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use u 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pa in or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, ortranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 
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ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing die care, treatment and use of animals, including appropriate use of anestetic, analgesic, and tranquilizlng drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painfuF procedures. 


3) 'f adhering to the standards and regulations under the Ad, and It has required that exceptions to the standards and regulations be spedfied and explained by the principal investigator and ap 

Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report In addition to Identifying the lACUC-approved exceptions, this summary iru 
Drier explanation of the exceptions, as well as the spodes end number of animals affected. 


4) Tha attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of anirral care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


23 (OCT 88 ). which is obsolete.) 



DATE SfGNED 








Research Facility Summary of Exceptions 2007-2008 
Registration No. 34-R-0025 

An exception to the standards and regulations under the Act, involves non-human primate caging 
during 2004-2005. Wall mounted non-human primate caging was installed in one study room to 
augment our standard primate housing in 1998, and in two additional study rooms in 2005. The 
cages provide approximately 4.2 ft 2 of floor space rather than the 4.3 ft 2 required for non-human 
primates between 3 to 10 kg. Cage height is 34.6 inches. The cages slant outward from the 
bottom and the total volume is greater than 12.0 ft 3 . Height and volume are both above the 
required 30 inch height and 10.75 ft 3 volume. The guidelines state that innovative primary 
enclosures not precisely meeting the floor area and height requirements, but that do provide a 
sufficient volume of space and opportunity to express species typical behavior may be used when 
approved by the Committee. The cage measurements and a study in which primate behavior 
(macaques and baboons) was compared between animals housed in caging similar to the ones in 
question at NBR and those of 4.5 ft 2 floor space were discussed. The study discovered no 
behavioral evidence that a 4.0 ft 2 variant cage was not a suitable substitute for a 4.5 ft 2 floor area 
cage. The Animal Care and Use Committee approved the use of the 4.2 ft 2 floor area, 34.6 inch 
height and > 12.0 ft 2 volume cages for animals in the 3 to 10 kg weight range. A total of 133 
cynomolgus monkeys were housed in these cages at various times during the period of October 1, 
2007 through September 30, 2008. 



